chaltungsteile derailleurs parts 031 


Schaltzug Set Derailleuer Cable Set 
Abmessung: 1600 / 2250 mm Size: 1600 / 2250 mm nn 
Ausführung: für Shimano, Nexus Version: for Shimano, Nexus ) —a € 
Material: Stahl, Nirosta Material: stainless steel ® L 
# 301 119 01 # 301 119 01 
VE = 10/100 Stück Unit = 10/100 pieces FE >»; 
Universal-Schaltzug Set Universal Derailleur Cable Kit H * 
Abmessung: 1600 / 2000 mm Size: 1600 / 2000 mm N UM 
Ausführung: für Sturmey-Archer Version: for Sturmey Archer ii e 
Material: Stahl, galvanisch verzinkt Material: galvanised steel R 1 | 
U x l 
# 301 118 01 #301 118 01 « ® - wü 
VE = 10/100 Stück Unit = 10/100 pieces 
m 
| 
Bowdenzughülle 


« kompressionsresistente Hülle für präzises Schalten 

« doppelte Kunststoff-Außenhülle, haltbar und 
allwettertauglich 

* Kompatibel mit Shimano-, SRAM- und 
Campagnolo-Schaltsystemen 
Verpackung: Display-Box, 50 m 


#292 49600 @4mm 
VE = 5 Stück 


Outer Cable 


 compressionless shell for precise shifting 

« double plastic layer for increased 
weatherproofing and durability 

« Compatible with Shimano, SRAM and 
Campagnolo derailleur systems 
Packing: Display-Box, 50 m 


#292 49600 @4mm 


Unit = 5 pieces 
Schaltzug-Außenhülle Housing for Derailleur Cables ähm 

Abmessung: 2000 mm, @ 4 mm, Dimension: 2000 mm, ® 4 mm, 
2 Endkappen 2 end caps 

Ausführung: Lineare Innenhülle Version: CSP casing, compressionless shell for 
kompressionsresistent für präzises precise shifting 
Schalten 

# 292 376 01 # 292 376 01 

VE = 10/200 Stück Unit = 10/200 pieces 


www.pointbike.de 


